Summary: Test Not Positive 


A. Positivity criteria not met 

B. Sample mislabeled 

C. Specimen contaminated/ degraded 
♦ Untestable 

D. Testing unreliable 

E. All of the above 


In summary: 

There are many problems and errors in the US ADA documentation package. 

In this slide show we have examined a few of the important lines of 
evidence showing that: 

Floyd Landis's doping test is not positive. 
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